SPECIFICATIONS
and all damage to adjoining property and to persons until the work is completed and accepted.
The contractor shall comply with all ordinances or regulations appertaining to the work.
The erection must be carried forward with diligence and must be completed promptly.coats of paint, mixed with pure linseed oil, of such quality and color as may be selected.    Painting shall be done only when the surface of the metal is perfectly dry.   No painting shall be done in wet or freezing weather unless special precautions are taken.
